APP #26-64 


SUBDIVISION: "B" 


m 


New York City Transit 


GENERAL ORDER 5040-19 

P 

WARNING 

Train Operators should be vigilant, expecting personnel along the right of way 
within the area of this General Order. 


TO: ALL CONCERNED 


May 23, 2019 


"J" LINE 

NORTH END OF BROADWAY JUNCTION TO NORTH OF 

MYRTLE AVENUE 
REMOVED FROM SERVICE 


TRACK J3/4 - 


Time and Dates: 


1000 hours to 1530 hours, Tuesday to Friday, June 4 to June 7, 2019 (4 days) 


Track Out of Service: 


TRACK J3/4 from Home Signal J3-342 (X372) located at the north end of 
Broadway Junction to Home Signal J4-240 (XI92) located north of Myrtle Avenue. 


Actual Work Area 


Same as above 


Contractor/Dept: 


Siemens Transit Tech, under Contract No. W-81199 


Purpose: 


Siemens ultra wide band project using test train to survey wayside locations for 
equipment. 


Works With: 


General Order 4073-19 


Pertinent Rules: 
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